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Dec. 20, 1965 


Mr. R. Theodore Parks 
Station Manager WSUA 

State University of New York 
Albany, New York 


Dear Mr. Parks: 


Congrafiulations on your making Station Manager, 
enclosed is a letter that should satisfy your electriciah. 
I'm glad that myuideas gave you some. The trip through the 
news booth to the news room (per your old plans) would be 
rough when you are on theair from the booth. 


If you would fill out the T-i24 Engineering Questionaire 
that was sent you from IBS Bethlehem and add any other detatls 
that may be pertainent to your problems I will give you some 
suggestions. Besides the info on the transmitters and RF 
coupling: system I would also like information on the size 
of the dorms, and their power systems. 


Drop me a line with the info and I will see whet I can 
do to help you. 


Sincrrely yours, 


George F. Zeyh 


Engineering Manager 


